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MEASUREMENTS OF OUR GUITARS. 
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Size Length Total 


of Body} Length 





Standard 18% Ra 
Concert --s055... 18% 37 
Grand Concert....| 19 4 38 


Width, Width, Depth, Depth. 
Small Large Small Farge 
End En End En 
Ly i2 34 3% 
% 13 3 

10 14 


Y 3% 
346 3% 


Total length of instrument may vary up to % inch on account of neck. 


COMPLETE GUITAR OUTFIT. 


This outfit includes everything that\is needed to start you on your studies. 
The guitar itself is a handsome instrument, well made of seasoned materials, The 


body is an éxact reproduction of grained mahogany. 


artistic Ornament on lower bout. 
head. Imitation ebony fingerbo 
position dots. The top 
design. 
tern patent heads. 


1 2H245%—Price...... : 


Birchwood, Brown Finish. 

Birchwood top, back and sides. Hard- 
wood fingerboard inlaid with three 
celluloid position dots. Screw patent 
heads with steel plates. Ebony finish 
bridge with metal fret and nickel 
plated tailpiece. Entire imstrument 
finished in a brownish color, slightly 
shaded at center of top and back. 


Standard size. A well made guitar for ; 


the ra oney. Shipping- weight,--12 
pounds, 
1 2H203%4—Price 3.45 


————_———— 
Pearletta (Imitation Pearl) Inlaid. 


Imitation fosewood ‘body. Spruce 
top. Poplaft neck, mahogany finish. 
Top of head is ebony finish and inlaid 
with imitation pearl ornaments. Ebony 
finish fingerboard, bound with white 
celluloid and inlaid with four peafletta 
ornaments. Brass screw patent heads. 
The edge of top and soundhole js in- 
laid with pearletta between strips of 
red, black and white porfling. Edge 
of top and back is bound with white 
celluloid. Fancy inlaid stripe through 
middle of back. Fitted with a metal 
adjustable bridge, as described and 
illustrated above. Standard size. Ship- 
ping weight, 12 pounds. 


A ak ee Xe 


Figured Rosewood—Pearl Inlaid. 


Back and sides of beautifully figured 
rosewood. Spruce top. Mahogany 
neck. Head veneered and inlaid with 
mother of pearl ornament. Ebony 
finish fingerboard inlaid with mother 
of pearl ornaments and bound with 
white celluloid. Ebonized hardwood 
bridge. Bridge pins inlaid with mother 
of pearl. Edge of top and soundhole 
is inlaid with purfling and mother of 
pearl ornaments of different designs 
set in a black background. The back 
is inlaid with a wide stripe of fancy 
woods, Nickel plated patent heads. 
Shipping weight, 18 pounds. 
12H260%—Standard size. 
Price .... ° — 314.95 
12H261%—Concert size. 
Price : 16.25 


12H260 34 


Mahogany finish neck with a mandgli 
ard bound wit t vi 
The edge and soundhole areinlaid with a beautiful colored block 
Ebony finish eee | metal bridge as déscribed above. Brass screw pat- 

Rubberized cloth bag, one instruction book, one: fingerboard 
chart, one tuner with pipe for each string and one thumb pick included. 
size. Shipping weight, about 15 pounds. 


Top of white spruce with an 
style 


white celluloid and inlaid with three 


Standard 


$9.95 
Rosewood Finish. 


Imitation rosewood body. Spruce top 
Mahogany finish neck. Ebonized finger- 
board with celluloid position dots. he 
edges of the top and soundhole are inlaid 
with strips of colored wood. The'top edge 
is bound with white celluloid. Decalco- 
mania stripe in back. Ebonized bridge and 
nickel plated tailpiece. Standard size. 
Shipping weight, 12 pounds. $4 95 

{2H206%—Price : fae 
re (2H206%—Same as above, but in 

hree-quarter or women's 
size. Price ox 5 4.95 


Genuine; Mahogany. 


Back and sides made of selected rhahog- 
any. Spruce top. Mahogany neck. Ebony 
fintshed fingerboard with three mother of 
pearl position dots and bound with white 
celluloid, Rosewood veneered head, inlaid 
with mother of pearl star. Edge of top is 
inlaid with strip of fancy colored wood 
blocks and bound with white celluloid. 
Soundhole inlaid and bound to match edge 
of top, Back is inlaid with a fancy, stripe 
down the middle. Adjustable metal bridge 
(see above). Shpg. wt., 18 Ibs. $9 9 

(2H256%—Price : 


Our Finest—A Beauty. 

One of the most’ pleasing designs we 
have yet seen. The body is made of beau- 
tifully fikured roséwood with top of white 
spruce. Mahogany neck with veneered 
head inlaid with pearl. Ebony finished 
fingerboard, bound with strips of brown 
and white celluloid and inlaid with pearl. 
The edges of the top and sotundhole are 
inlaid with Japanese green pearl and bound 
with a strip of brown celluloid, below 
which is inlaid black and white purfling, 
making a very beautiful color effect. 
Brown and white celluloid stripe inlaid 
down the middle of the back. Rosewood 
bridge. This instrument is not only con- 
structed for beauty, but for tonal qualities 
as well. Shipping weight, 18 pounds. 


{2H265%—Standard size. 
Price ab iche cbse hadi $19.95 
{2H266%—Concert size. 
Price ses . 21.28 
12H267%—Grand Concert 
22.45 


size. Price.. 


12H265 34 
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